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Mr. McCarthy, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC/MS analytical data for sample # 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


Folk OIG PRR 066252 




To be completed by ECU personnel only 



Folk OIG PRR 066253 


BPD Form 0038-BISO907 (prev. 1753} 
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DRUG POWDER ANALYSIS FORf^ 


SAMPLE# 
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DRUG POWDER ANALYSIS FORM 



SAMPLE 

No. of samples tested: 


AGENCY 


:v te)Wt 


ANALYST 
Evidence Wt 


\J\ c 

(ML- 


PHYSICAL DESCRIPTION: 



Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


CtMlA 




0- Ml 2,1, 


PRELIMINARY TESTS 



Spot Tests 

Microcrvstalllne Tests 

Cobalt 

Thiocyanate ( ) 


Gold 

Chloride_ 


Marquis 


TLTA ( 
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Froehde's 


- T --- 

OTHER TESTS 
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Mecke's 
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PRELIMINARY TEST RESULTS 




Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C;\MSDCHEM\1\DATA\SYSTEMS\05_01_12\826604,d 
KAC 

1 May 2012 14:53 

BLANK 


Vial Number 
AcquisitionMeth 
Integrator 


1 

DRUGS . M 
RTE 



Time :: > 2,00 3,00 4.00 . 5*00_O0_0._7 : 00. 8.00 9.00 10.00 11,00_12,00 


Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS** * 


826604.d Tue May 01 15:06:29 2012 


Page 1 


Folk OIG PRR 066257 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\mDCUEM\l\DATA\SYSTEM6\OS__01_12\S2660S.d 

Operator : KAC 

Date Acquired : 1 May 2012 15:09 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS * M 
Integrator : RTE 


Abundance 

i 

soooool 

600000 

400000 

200000 





Time~> 2j00_ 3.00 4.00 _5.00 6,00 7,00 8.00 _9.00_ 1000 11.00 12.0 0 


Ret. Time 

Area 

Area % 

Ratio % 

6,632 

1543906 

100.00 

100.00 


826605.d Tue May 01 15:22:36 2012 Page 1 


Folk OIG PRR 066258 














Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826605.d 

Operator : KAC 

Date Acquired : 1 May 2012 15:09 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID CAS# Qual 



m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


Abundance #1: HEROIN 


801 



mfz- > 40 60 W>_100 120 140 160 180 200 220 240 260 280 300 320 340 360 


826605.d Tue May 01 15:22:36 2012 Page 2 

Folk OIG PRR 066259 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826606.d 

KAC 

1 May 2012 15:25 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 8266GS.Sdata.nns 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


826606.d Tue May 01 15:38:50 2012 


Page 1 


Folk OIG PRR 066260 








Area Percent / Library Search Report 


Information from Data File: 



Ret. Time Area Area % Ratio % 


6.638 2431870 100.00 100.00 


8266 07,d Tue May 01 15:55:02 2012 Page 1 


Folk OIG PRR 066261 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826607.d 

Operator : KAC 

Date Acquired ; 1 May 2012 15:41 

Sample Name : 

Submitted by : KAC 
Vial Number : 7 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C r\Database\SLI.L 

C:\Datafoase\NIST08.L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 6,64 C:\Database\SLI.L 

HEROIN 



Minimum Quality: 80 
Minimum Quality: 80 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\ 05_01__12\826608.d 
KAC 

1 May 2012 15:57 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 826S08.d\data.ms 



ZOO _3.00 4.00 5.00 6. 00 7.00 . 8.00 9.00. 1000 11,00_1 2.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


826608.d Tue May 01 16:10:45 2012 


Page 1 


Folk OIG PRR 066263 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\SYSTEM6\05_01__12\826609 . d 
KAC 

1 May 2012 16:13 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 826609.cf\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***NQ INTEGRATED PEAKS * * * 


826609,d Tue May 01 16:26:37 2012 


Page 1 


Folk OIG PRR 066264 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEM6\05_01JL2\826610 . d 
KAC 

1 May 2012 16:29 

HEROIN STD 

5 

DRUGS.M 
RTE 


Abundance TIC: 826610.dWata.ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.632 

1610093 

100.00 

100.00 


826610.d Tue May 01 16:42:30 2012 


Page 1 


Folk OIG PRR 066265 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\05 01 

12\826610 . d 

Operator 

KAC 


Date Acquired 

1 May 2012 16:29 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

5 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 

PK# RT 

Library/ID 

CAS# Qual 


-----rl_ 



6.63 C:\Database\SLI.L 


HEROIN 


000561-27-3 99 



Abundance #1: HEROIN 



8266.10.d Tue May 01 16:42:30 2012 


Page 2 


Folk OIG PRR 066266 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


‘C:\MSDCHEM\l\DATA\SYSTBM6\05_01_12\826611.d 

KAC 

1 May 2012 16:45 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 82661 t.dVdata.ms 



Time-->._2 j00.3.00 4.00 5.00 6,00 7,00 8.00 9.0 0 10,00 11,00 12.0 0 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


826611.d Tue May 01 16:58:39 2012 


Page 1 


Folk OIG PRR 066267 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\05__01__12\826612 .d 
KAC 

1 May 2012 17:01 

COCAINE STD 

12 

DRUGS.M 
RTE 


Abundance 
2000000 

: 1500000 

; 1000000 

| 500000 

° ' T "' rT " TT j i i i * j * 1 < ^ 

Tfrne-->2.00 3.00 4,00 Jx_00_ 6.00 _7.00 _ 8,00. 9.00 _J0M_ 11.00_ 12.00 

Ret. Time Area Area % Ratio % 

4.728 2135536 100.00 100.00 


/ 


4.728 


TSC: 826612.d\dafa,ms 


826612.d Tue May 01 17:14:31 2012 Page 1 


Folk OIG PRR 066268 








Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\05_01_12\826612.d 

Operator : KAC 

Date Acquired : 1 May 2012 17:01 

Sample Name : COCAINE STD 

Submitted by : 

Vial Number : 12 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database \ PMW__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


1 4,73 C:\Database\SLI.L 

COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 ‘ 99 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\05_O1_12\82 6 613.d 
KAC 

1 May 2012 17:17 

BLANK 
KAC 
1 

DRUGS * M 
RTE 



Time~> 2.00 3.00_ 4,00 5.00 &007.00 . ...8.00 9-00 1 0,00 11J30 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS * * * 


826613,d Tue May 01 17:30:26 2012 


Page 1 


Folk OIG PRR 066270 












Area Percent / Library Search Report 


Information from Data File: 

File Name ; C : \MSDCHEM\1\DATA\SYSTEM6\05__01_12\82 6614 . d 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 14 

AcquisitionMeth: DRUGS>M 
Integrator : RTE 



Abundance TIC: 826614.d\data!ms 




Ret * Time 

Area 

Area % 

Ratio % 

3.365 

185740 

4.28 

4.47 

4.728 

4150915 

95.72 

100.00 


826614.d 


Tue May 01 17:46:18 2012 


Page 1 


Folk OIG PRR 066271 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEM6\05_J)1JL2\826614.d 

Operator ; KAC 

Date Acquired : ^^Ma^2012 17:33 

Sample Name ; 

Submitted by : KAC 

Vial Number : 14 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 

PK# RT Library/ID CAS# Qual 


1 3.37 C:\Database\NIST08.L 

Caffeine 000058-08-2 98 
Caffeine 000058-08-2 98 
Caffeine ' 000058-08-2 97 


Abundance Average of 3.336 to 3.477 min.: 826614,d\data.ms (-) 

I 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 

Abundance #55120: Caffeine 

i t 



m/z-> 40 50 60 70 80 90 100 110 120 130 140 15 0 160 1 70 180 190 


826614.d Tue May 01 17:46:18 2012 Page 2 


Folk OIG PRR 066272 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\05_01_12\82 6614.d 
KAC 

1 May 2012 17:33 


KAC 

14 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST08.L 

Minimum Quality: 

80 


C:\Database\PMW_T0X2.L 


PK# 

RT Library/ID 

CAS# Qual 


2 4.73 C:\Database\SLI.L 



COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 




826614.d 


Tue May 01 17:46:18 2012 


Page 3 


Folk OIG PRR 066273 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C ; \MSDCHEM\1 \DATA\SYSTEM6 \'05_01_12\826623 . d 
KAC 

1 May 2012 19:56 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 826623.ti\data.m$ 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 



826623.d Tue May 01 20:09:11 2012 


Page 1 


Folk OIG PRR 066274 


















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\05_01_12\826624, d 
KAC 

1 May 2012 20:12 

COCAINE STD 

12 

DRUGS.M 
RTE 


Abundance TIC: 826624.d\data.ms 


2000000 

1500000 

1000000 

500000 


4. 


|28 


V J T' r 

Time~> 2,00 

’tt” i—i—r 

3,00 

-r-r-y-r-r-r-T-y-i i i -ryr 

4.00 5,00 6.00 

-r-r-T-T-T-r-1 

7.00 

—i—j -j -fvv ■ 'i ■ r j ■ j r”i"" c ■ I -1 - t ■”?’ t j - r t ,—i—j 

8.00 9,00 10.00 11.00 12.00 


Ret. Time 


Area 

Area % 

Ratio % 

4.728 


2243451 

100.00 

100.00 


826624.d Tue May 01 20:2S:21 2012 


Page 1 


Folk OIG PRR 066275 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C; \MSDCHEM\1\DATA\SYSTEM6\05_01__12\826624 .d 
KAC 

1 May 2012 20;12 

COCAINE STD 

12 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 4.73 

C:\Database\SLI.L ^ 




COCAINE 

000050-36-2 

99 


COCAINE 

000050-36-2 

99 


COCAINE 

000050-36 -2 

99 



Abundance ' " #29: COCAINE 



826624.a 


Tue May 01 20:25:21 2012 


Page 2 


Folk OIG PRR 066276 
















